CERTIFICATION 

^ts^ and 
APPRECIATION LETTERS 




PMDC 



P.O. Box 34905 

Abu Dhabi, United Arab Emirates 
Tel +971 2 671 6601 
Fax +971 1 671 6605 



Project Management And Design Consultants (PMDC) S.A.L -Abu Dhabi 



Ref : SSS023/ED/CMS-P2/CGCH/WAT/798 



26 th March 20X3 



Construction General Contracting House 
P. 0. Box: 43655 
Abu Dhabi, United Arab Emirates 
Tel; 02-626 7424; Fax: 02-627 2035 



Attn: 



Mr. Stephane Said Khaddai 
Senior Projects Manager 



Dear Sirs, 



Project: Watanl Reildentlal Development - Phaee f21 
Subject: 4PP Villas Cpnjtryction at Watanj, Residential Development - Phase 2 
Inf rartrucw re Worj« 

It is with great pleasure that we write this letter to express our thankfulness of the full works earned out 

by M/s CGC House at Phase (2) of Watani Residential Development of 400 Villas construction including the 
Infrastructure networks such as the Storm Water, Sewerage, Irrigation, Water Supply and Landscaping 

Works as completed by your sub-contractor M/s Tetra for the above project. 

M/s Tetra Company UC had accomplished the above works with quality standings and a safety standard 
that met the specifications and the Client's requirements. They have demonstrated sufficient resources 

required together with qualified technical and managerial staff to complete the above work. 

We have no hesitation in recommending your subcontractor M/s Tetra Emirates General Contracting 
Company LLC to carry out jobs related to Infrastructure Works such as Storm Water Works, Sewerage 
Works, Irrigation Works, Water Supply and Landscaping Works. 




Mr, Ammar Sukhon - Sorouh 
Mr, MoriamaJ Al MaWobr - Sorouh 



ign Consultants (PMDC) SAL - Abu Dhabi 



Mr, Mustafa Eltarawy - CGC House 



mm Invest bank 



Ref :MUS/L/40/2013 
Date :4 th March 2013 



To Whom It Mav Concern 



This is to introduce one of our good and valued clients, M/s, Tetra Emirates 
General Contracting & Maintenance Co. W.LX., P.O, Box: 110806, Abu 
Dhabi, who are known to this Bank since 2009. 



M/s, Tetra Emirates General Contracting & Maintenance Co. WXX, 

maintains their commercial account relationship with us, which is conducted to 
our complete satisfaction. M/s. Tetra Emirates General Contracting & 
Maintenance Co. W1.L is considered as one of the leading companies in the 
field of infrastructure in Abu Dhabi. 

During the tenure of our relationship, they have undertaken many projects, which 
were financed by us. 

This certificate is given at the request of M/s. Tetra Emirates General 
Contracting & Maintenance Co, WXX, and without any responsibility or 
engagement on "Invest Bank 5 * or any of its employees. 




mussaffah@investbank.ae ,(^v\-Y) ooootVo ,(^v\-T) aooarr^ xlsLt ,.^.£.1 - -^i^ A * AV* v r ^ 

RO.Box 90870, Mussaffah, Abu Dhabi - U.A,E. P Tel.: (971-2) 5555336, Fax: (971*2) 5555275, E-mail: mussaffah@investbank.ae 

Website; www.investbank.ae 



JACOBS 6 



Jacobs International Holdings Inc. 

Post Office Box 3135 

Abu Dhabi » United Arab Emirates 

Tel. : +971 2 408 8400 • Fax : +971 2 447 1262 

Project Management • Construction Management • Planning 

Architecture * Engineering 

Ref: FYA/MBZ-PH 2/BHE/ C5/162 
Date: 12 November 2012 

M/s, BIN HAFEEZ GENERAL CONTRACT EST, 
PO Box, 47180 

Tel.02-6732700, Fax.026731115 
Abu Dhabi, U.A.E 

Attn: Eng. Hamza Allounf * Protect Manager 

Project : Internal Roads and Services In Mohamad Bin Zaved City Various 
Sectors (Phase 2) Sector-Z36C. Z17/01 (C5) 

Subject: ADSSC Approval for M/s, Tetra as Subcontractor for External Sewerage Works at CI & C5. 

Dear Sir, 

With reference to your letter no, BHE/PA089/PRQ/HM/0257/12/cp dated 23 rd October 2012, please find 
attached M/s. AECOM's letter no. AP/WAS/C1&C5/068/24940 dated 12 th November 2012 along with 
M/s. ADSSC approval letter no* ADSSC/Proj/037341 dated 11* November 2012. 

Moreover, attachment Is self-explanatory. 



This Is for your Information and further necessary action. 



Yours faithfully 
For JACOBS 




DINGS INC. 



Eng, Fathll Ya 
Resident Engine 

Cc: Eng. Mohammed Al Khoorl-(PM-AD,M) 
Eng. Mazen Af Wakfl - {MQS - AD,M) 
Eng. Amir H> Alwon - (P.M -Jacobs International Holdings inc.) 
Eng. WehbeAblSaleh-(R,E-AECOM) 
File 

End: As Mentioned Above 



Jacobs tntomattonQt Holdings Inc. 




AOCOM 



AECOM Middle Eett Umlletf 



+971 2 414 6000 l«l 
+0712414 6001 fix 



PO BOX 43266, AbU Dhabi 
United ArsbEmlrstM 



www, 



.corn 



Ref. APWAS/C1/C$/068/24940 

Jacobs Glbb 
P.O, Box 528 
Abu Dhabi, UAE. 

Attention: Resident Engineer JACOBS 



12 November 2012 



Dear Sir 

MBZC- Contracts C1& C5~ Internal Road* and Services In Mohammed Bin Zayed City - Phase 2 - 
Sewerage Works 

Subject: ADSSC Approval for M/s Tetra as Sub Contractor for External Sewerage Works at C1 & C5. 

We refer to JACOBS'* letter ref no,FYA/MBZ-PH2/OTHER/C5/056 and Bin Hafeez letter ref 
no,BHE/PA089/PRQmM/0257/12/cp dated 23 October 2012 (copies attached). 

In this context, please find attached ADSSC approval letter ref no. ADSSC/ProJ/037341 dated 11 November 
2012 for M/s Tetra as subcontractor tor the external sewerage works at C1&C5 provided that any deviation 
from or Ignoring of ADSSC safety and quality requirements imply immediate cancelation of the approval and 
removing the subcontractor from site. 



Kindly forward this letter to Bin Hafeez for his further action. 



Yours sincerely 



WehbeAblSaleh 
Reeldent Engineer 
wehb6,ebbaleh($a6com.com 
Mobile: 00971 50 S6142S4 



cc: ADSSC Projects Division Manager (w/out enclosures) 



MIlwMrtbvpn. u .M»m .oomfe CSCO «ft7 W7S7O33A7F2FBEfle7Ar27e31O2QAfiE30*Ml2EfiEea2 E6E72 70327AS 1 7OT2E70M7A+3662 W5G74023B3i73O® 1 3W71 W^^^£aA04E7262 
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Abu Dhabi Sewerage Servtcee Company 



Fax: +971-2-6947089 



Ref: ADSSC/Proj/ 037341 



Date: ] 1 NOV 2012 




To: AECOM Middle East Limited 

P.O.Box: 53 
Abu Dhabi, UAE 



Dear Sire, 



Project: MBZC - Contract C6 - Internal Roade and Services In Mohammed Bin 
Zayed City - Phaae 2 - Sewerage Worke 

Subject: Subcontractor Preaualiflcatlon Documents for Externa) Sewerage Work 
M/s Tetra Emirates General Contracting 6 Maintenance Company LLC 



Referring to your letter AP/AD/C5/052/24791 dated 29* October 2012, regarding the above 
subject; we have no objection in principal to your recommendation for approving for M/s. Tetra 
Emirates, as Subcontractor for external sewerage, subject to compliance with the requirements 
and satisfactory performance. Approval is subject to sub contractor performance during probation 
period two month. 



Yours faithfully, 




Telephone: +97 1 2 694 73 1 1, Fax: +971 2 694 7069 1 PO Box 108801 , Abu Dhabi United Arab Emirates | www.ads$c.ae 
MA/lil/Cin?/524). 



Abu Dhabi Sewerage Services Comply 



FACSIMILE TRANSMITTAL SHEET 



TO: TETRA EMIRATES GENERAL 
CONTRACTING & MAINTENANCE CO, LLC 


FROM: MANAGER, SUPPLY DEPARTMENT 


ATTN: GENERAL MANAGER 


DATE: 28 th AUGUST 2012 


FAX NUMBER: 02-6399235 
PHONE NUMBER: 


TOTAL NO. OF PAGES INCLUDING 
COVER: ONE 


YOUR REFERENCE NUMBER: 

NONE 1 


OUR REFERENCE NUMBER: 
SD/CRS/MK/3233/12 


RE: N/A 


SUBJECT: 

APPROVAL AS CONTRACTOR 



SS URGENT 



□ FOR REVIEW 



□ PLEASE COMMENT 



PLEASE REPLY □ PLEASE RECYCLE 



This has reference to your request for registration and pre-qualification with ADSSC. 

Please be Informed that your company have been pre-qualified and included in our records as 
a possible Contractor for the following work groups: 



SR No. 


PRODUCT CODE 


PRODUCT GROUP DESCRIPTION 


1 


2100800 


SEWERAGE & DRAINAGE NETWORKS 


2 

L j 


2400050 


PIPELINE CONNECTIONS, RELOCATIONS, 
MODIFICATIONS UP TO DN 800 



For any queries regarding the above subject, please contact Mr. Masa'ab Al Khazraji phone No. 
02 - 6947258. 



Best Regards, 




MohamedS.S. ASK^m^™ 



Supply Dept. Manager 



Cc:\ Sj'fead of 

#7 



Commercial Registration Section 



lit 



Abu Dhabi Sewerage Services Company (ADSSC) 

Supply Department ar 
P,O,Box:108801 Abu Dhabr, U A E 



Rcf; 
Date- 
Fax: 



12 MAY 2011 

4971-2-6947089 



To 



Mot MacDonald Limited 
P.O. Box: 47094 
Abu Dhabi 



Project 



Consultancy Services for Design Review, Coordination and 
Construction Overview of the Wastewater Works in Al Watani 
Residential Development Phase 2-Sewerage Works-O-1054 



Subject 



Preoualification Of Sub Contractor-M/o Emirates Tetra EST. 



Dear Sir, 

With reference to your letterMN/MAJ/mj/240490YY/01/1485 dated 10 May 2011 regarding the 
above subject please note that ADSSC have conveyed our acceptance for M/s Emirates Tetra 
EST. as sub contractor and has NO Objection to undertake the said subject works. 

Any ADSSC acceptance is based on the expectation that you have reviewed/evaluated your 
lecommendation in order to confirm satisfaction/achievement of the contract and system 
requirements and have ensured that it is fit for purpose. Your issuance of approval to the 
Contractor wiJI be taken as confirmation, 

Acceptance of your recommendation subject to performance on ?ite technically and safety. 
This approval limit to the above project only, 

This is for your information and furtherance. 

Yours SinceieL£ 




Parsons tnfrn.tlor.al Limited JU^U^I vj^j, 

P.O.Box 5496. Abu Dhabi • United Arab Emirates . Tel : +971-2- 614-2416. Fax: +971-2- 621-8984^™. parsons.com 

Date: 17-Sept-2012 



To Whom It May Concern 



This is to certify that M/s. Tetra Emirates General Contracting & Maintenance 
Company L.L.C. has successfully completed construction, testing and commission 
of HDPE Irrigation pipelines, valve chambers, flow meter installation and 
instrumentation works which were under the scope of Contract 3/1/180/1-1 
Upgrading Al Salam Street and Abu Dhabi Ring Road. • 

M/s. Tetra Emirates General Contracting & Maintenance Company LLC 
completed the above works with excellent quality fulfilling the contracts 
specification, standards and clients requirements. 

M/s. Tetra Emirates also have the necessary resources and qualified technical and 
managerial staff to complete similar projects. 



Yours sincerel 




Mohammad 
Resident 

Parsons Int'I. Ltd? 

kassim.mo hammadf ap arsons.com 
00971-50-6138424 



v 



PARSONS 



i- O.ttax tottOMn UftRCMt-sAkw ta*ww>* T« »•?!* «>4-;4i«. ( W).?- 6;" B9tj4 www piifpa-.a cr-tn 



Date: 29 September 2012 



To Whom It May Concern 



This Is to certify that M/s. Tetra Emirates General Contracting & Maintenance Company 
LLC has successfully completed construction, testing and commission of Storm Water 
Network RC 600mm DIA -1600mm DIA and GRP pipeline 300mm DIA - 500mm DIA, 
manholes and lateral line works which were under the scope of Contract 3/1/180/1-1 
Upgrading Al Salam Street and Abu Dhabi Ring Road. 

M/s. Tetra Emirates General Contracting & Maintenance Company LLC, completed the 
above works with satisfactory quality fulfilling the contracts specifications and the 
Client's requirements. 

M/s. Tetra Emirates also have the necessary resources and qualified technical and 
managerial staff to complete similar projects. 



Yours Sincerely, 




Issam Amin Mohar 
Resident Engineer 
Parsons International Limited 

lssam.mohammad@parsons.com 
050 3023621 



- . ^ ■ l-r W A. i U 1 1 J 

Abo Dhabi 

United Arab Emirates 



t*Mart Tinfottdorsdi.ae 



Huad g Nice; Offenbach, Germany 



A! Jaber Energy Services LLC 
P:0. Box 47467 
Abu Dhabi, UAE. 



Vwr letur. 
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+B71 7 672 M 09 



0*i t 



OS February 09 



AtTn. 



Project Manager 



Project; ' Construction of Sewerage Connections and Related Works for Isolated 
Properties in Abu Dhabi island and Mainland - Phase 1 
1 0-1185 

>- 

i 

Subjept; Sub Contractor M/s Tetra Approval 
Dear Sir, 

Reference to your letter do. O1185/JM/09/0301 dated 27.01.2009 with enclosed submittal for 
the approval of Ms Tetra Emirates General Maintenance Co. LCC. 

The proposed sub contractor M/s Telra has been approved by ADSSC letter 
no. AOSSC/Proj/006561 dated 04.02.2009, subject to their performance to be closely monitored 
and reported to ADSSC, 

This is for your information. 



Yours faithfully, 

DORSCH Holding GmbH Abu Dhabi 




Abdel Rahman Ibrahim 
Assistant Resident Engineer 



C/c: Frojeci Division Manager, ADSSC 
ABOJER.OEO.OC-Wb 



Jerry TekfelsKi 
Project Manager 



; lfl5u«Tters\A: jabciVt009Vi 155- J 7Qi of 05 Q2.09 Approved SvO coniracitri Kta Tetra.doci azz 
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Planning 
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Orallsman 
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ADSSC 



Re): ADSSC/Proj/142-22/06/ g\ $ 
Date: 22/04/2006 



c 



Tc: Hyder Consulting 

Ds sr Sirs, 

Subject: C 142/22 - W.O. No 18/2 (Contractor Pact) 

Approval of Sub - contractor (M/s. E mirates Tetra Est. 

W th reference to your letter No. 987 dated 15-04-06 wncemmg the above 
suMect, we have no objection to your proposal to approve M/s. Emirates Tetra 
^ as sub - contractor, for Pact General Contracting to complete work 
onierNo.l8/2ofC.142/22. 

. Please proceed as per standard procedures and closely follow their performance, 
an:l report to project Division . 

Yours faithfully, 



Eng. Satem Alsn^mdi 
Projects Divisiqp*^nager 



CC 



6 



✓ ADSSC Managing Directo 
'*s Eng. Ismaecl Khouri 
^ Eng. Elhiber Osman 




H.C 11/ 1 42-22/ 06/ 0320 



Abu Dhabi, United Arab Emiraies 



ADSSC 



Ref: ADSSC/Proj/502/14/06/ ti3*i 
Date: 25/03/2006 



To: Parsons International 

Dear Sirs, 

Subject: C 502/14 - (Contractor IEE) 

Prequalification of Sub - contractor (M/s. Emirates Tetra Est. 

With reference to your letter No. C 0234 dated 20-03-06 concerning the above 
subject, we have no objection to your proposal to approve M/s. Emirates Tetra 
Establishment as sub - contractor, for IEE, for C 502/14. 

Please proceed as per standard procedures and closely follow their performance, 
and report to project Division . 

Yours faithfully, 



Eng. SalerrLAtsuwaidi 
Projects Jpi^ision Manager 



CC 



AJPSSC Managing Director 



^^Jp^Eng. Ismaeel Khouri 



Eng. Elhiber Osman 



H.O/M/502/14/ 0(5/0187 



.iS-LSt afiilL.il jl* 



rAAiy: Aim DU=ir. 



Abu Dhab't Sewerage Services Company, Alkhazna tower* Off Najda Street, P.O. Box 108801, Abu Dhabi, United Atab Emirates 



Ourref MN/MAJ/wa/240490/02/3325 



t +971 2 412 0346 
e muhammad.javed@mottmac.com 
Your ref 80029/S/5.2/AG/rg/7347 



Moft MacDonald 



OTAK International 
P. 0. Box 39192 

Abu Dhabi, United Arab Emirates 

Tel: +971-2-621 2611 
Fax: +971-2-621 4811 



Attention: Mr. Anthony Gallacher - Resident Engineer 

Dear Sir, 

CONTRACT NO. O-1054 

OVERVIEW OF ABU DHABI WASTEWATER WORKS 

PREQUALIFICATION OF SUB CONTRACTOR - M/s Emirates Tetra Est. 

This refers to your above referred letter dated 9 th November 2011 regarding the prequaiification of above 
mentioned sub contractor Please note that it is the developer's consultant responsibility to prequalify the 
ADWEA / ADSSC registered sub-contractors. 

However, please note that ADWEA / ADSSC has earlier accepted M/s Emirates Tetra Est. as sub 
contractor on other projects and therefore has no objection to undertake the subject works. Our acceptance 
of your recommendation for M/s Emirates Tetra Est as subcontractor is subject to monitoring of 
performance on technical and safety aspects at site. 

This acceptance is based on the expectation that Otak international as developer's consultant has 
reviewed/evaluated M/s Emirates Tetra in order to confirm satisfaction/achievement of the contract & 
system requirements and has ensured that it is fit for purpose. Your issuance of approval to the contractor 
will be taken as confirmation. 

Please note that the developer consultant shall get ADSSC NOC regarding the flow discharge to the 
existing manhole and also the approval for connection works shall be obtained from ADSSC O&M prior to 
commencement of construction works at site. 

Yours faithfully, 
for and on behalf of 
JVIOTT MACDONALD LIMITED 



End:- As above 

C c + : Projects Division Manager ADSSC 
Tetra Emirates - (02) 639 9235 
Engr. Younis Hamouda - Tetra Emirates (by Email) 
File 240490/02 

PO Box 47094, At Hashmi Tower, Airport Road jLLJl £ jU t^^-o^L ^ iV^t^jj 



T +971 (0)2 445 7470 F +971 (0)2 445 7490 wwww.mottmacxom U*YH ■ >i + <m (<) T itoVtY* : a 



10 November 2011 




Abu Dhabi, United Arab Emirates 




Moll UuDonakt Limited. Roflisler ed h Errand and Wales no. 1243967 



-mm 



Our ref MN/MAJ/mj/240490YY/02/1535 



Mott MacDonald 



t +971 2 412 0346 
• rnuhammadJavedQmottmaacom 
Yourref 37311661-05MM-MA-MR-L-0002 dated 09 May 2011 



WSP Middle East 
P, 0. Box 112046 
Abu Dhabi, United Arab Emirates 

Tel.: +971-2-667 3875 
Fax: +971-2-667 3876 



Attentions Mr. Mazln Ayoub - Resident Engineer 

Dear Sir 

CONTRACT NO. O-1054 

OVGRVinW OF ABU DHABI WASTEWATER WORKS 

AL- WAT AN I RESIDENTIAL DEVELOPMENT PHASE 2- SEWERAGE WORKS 
PREQUALIFICATION OF SUB CONTRACTOR - M/s Emirates Tetra Eat. 

This refers to your above referred letter regarding prequBllficatton of sub contractor. Please note that 
ADSSC has conveyed acceptance for M/s Emirates Tetra Est. as sub contractor and has no objection to 
undertake the said subject works. 

This acceptance Is based on the expectation that WSP as developer's consultant has reviewed/evaluated 
M/s Emirates Tetra In order to confirm satisfaction/achievement of the contract & system requirements and 
has ensured that it Is fit for purpose. Your issuance of approval to the contractor will be taken as 



Acceptance of M/s Emirates Tetra Est is subject to performance on site for technical as well 
This acceptance Is valid only for subject project. 



Yours faithfully, 

for and on behalf of 

MOTT WUfc CPQNA LP LIMITED 



16 May 2011 



confirmation. 




End:- ADSSC letter dated 12 May 201 1 



Co.: Projects Division Manager ADSSC 

Mr, Fahad Al Ketbl - Sorouh Real Estate PJ.S.C - Fax: 02 444 0066 

File 240490YY/02 




Mott UNO**** Urn tod fegittonrttaEi*lmi MdVfelMne 134SM7 



Our ref MNyMAJ/my240490YY/02/1479 

r +971 2 412 0346 

e muhammad javed@mottmac com 

Your ref 3731 1661-05MM-MA-MR-L-0002 dated 09 May 2011 



WSP Middle Eesl 
P.O. Box 112046 
Abu Dhabi, United Arab Emirates 



Mott MacDonald 



Tel.: t971-2-667 3875 
Fax; +971-2-667 3876 



Attention: Mr, Mazln Ayoub - Resident Engineer 



09 May 2011 
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Dear Sir, 

CONTRACT NO, O-10S4 

OVERVIEW OF ABU DHABI WASTEWATER WORKS 

AL-WATANI RESIDENTIAL DEVELOPMENT PHASE 2- SEWERAGE WORKS 



PREQUALIFICATION OF SUB CONTRACTOR 

This refers to your above referred letter regarding prequalification of sub contractor. Please be informed that 
our scope of wort* is limited to review Tender Evaluation Report for main contractor for subject 
development 

You have provided documentary evidence about ADSSC acceptance for M/s Emirate* Tetra Est. {letters 
enclosed), therefore we have no objection for your consideration of M/s Emirates Tetra Est in the 
prequaliflcatJon process of sub contractors for sewerage works. Please be informed that prequalrfication of 
sub contractors and review of prequallflcatlon documents will be carried out by developer s consultant, 

However, it is the responsibility of developer's consultant to ensure conformance to ADSSC standards and 
specifications during the execution of sewerage works. 

Yours faithfully, 

for and on behalf of 

MOTT MAC DONALD LIMITED 

MUHAMMAD AMJUM JAVED 



Encl> 
1 

2. 

3, 
4, 
5, 

C,c: 



relevant correspondence 
AOSSC/ProJ/142-22/06/61 6 dated 22 April 201 1 
ADSSC/Proj/502/14/06/434 dated 25 March 2000 
Dorsch Letter reference 0-1 165/1701/09 dated 08 February 2009 
Dorsch Letter reference 640/3/AFAD/HO/1 1/1237 dated 10 march 2011 
ADWEA/BSD/REG/ASH/2285/10 dated 14 October 2010 & email dated 02 June 2008 
Projects Division Manager ADSSC 

Mr. Fahed Al Ketbi * Sorouh Real Estate P J.S.C - Fax: 02 444 0066 
File 240490YY/02 
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PO Box 47094. Al Hwrvni Towor. Airport Roiti 
Abu Dhibi. United Atab Emiritei 

T+9T1 (0)2 **5 7470* +971 (0)2 445 7400 W www.rriottrTi*C.OOm 
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ACKNOWLEDGEMENT 



|.WSP 



Our ref; 37311 661 -03ADSSC-MA-MR-L-O003 



10 May 2011 



Abu Dhabi Sewerage Services Company (ADSSC)- Projects Division 
P.O Box 108801 

Abu Dhabr, United Arab Emirates 



For the attention of: Projects Division Manager 



Dear Sir 

Project : Watani Residential Development- Phase 2 
Subject : Construction of Sewerage Works 

With reference to Mott MacDonald letter MN/MAJ/mj/24090YY/02/1479 dated 09 th May 201 1 , 
and attachment, which is self-explanatory, we have reviewed the pre-qualification documents 

of M/s TETRA before sending it to M/s Mott MacDonald (vide our fetter reference 37311661 
05MM-MA-MR-L-0002 dated 09 ,h May 201 1). please note that Ws TETRA are ready to start 
upon obtaining No Objection from ADSSC to undertake the said subject works 



Yours faithfully, 




End: as above 



Ammar Sukhon 
Mohamad Al Maidoor 
Ellas Dib 



Jasim Dawood 
Khaddaj Said 
Sameer Allam 



Sorouh 
Sorouh 
PMDC 
PMDC 

CGCH 
CGCH 




WSP Middle East 



PO Box II304A, 
A^i Dhabi, UAX 

Fi* : **7I l0> 2 U? 3876 



htrp W*vw w»pg'<wf con, 
WSJ* Cnm* pi* 



Our ref: 37311 661 -05MM-MA-MR-L-0002 



fcWSP 



09 May 2011 



Mott MacDonald Limited 

15 th Floor AlHashmi Tower, Airport Road 

P.O Box 47094 
Abu Dhabi, UAE 

Tel: 02 - 4457470 
Fax: 02-4457490 

For the attention of: Mr. Muhammad Anjum Javed (Project Manager) 



Dear Sir 

Project : 
Subject 



Watani Residential Development- Phase 2 
Approval of M/s TETRA as Subcontractor for Sewerage Worics 



for the above Project. 

Please find attached M/s Tetra prequalification documents and we hereby request your kind 
Sand a^se if M/s Tetra can undertake tine subject works. 



Yours faithfully 




MazinAyoub 

Resident Enginee^'^ 



End: as above: 

Cc: Ammar Sukhon 

Mohamed Al Maidoor 
Elias Dib 
Jasim Dawood 
Khaddaj Said 
Sameer Allam 



Sorouh 
Sorouh 
PMDC 
PWIDC 
-CGCH 
-CGCH 




WSP Middle East 

RO.Bcwc II2046. 
Abu Dhabl r UAE 
Tel 1+971(0)2 667 3875 
Fax;+97l (0)2667 3876 

WSP Group pk 
Office* worldwide 



Dorcch Holding GmbH 
DC Abu Dhsbi 
Salam Street 
P.CBg* 26417 
Abu Dhabi 

United Arab Eroiratw 



Phone : +971 2 672 IS 23 
fax : +571 2 672 OB 09 
£*Mail ; mfo£dor*ch,ae 
Internet: www.do rsch.de 



Head riffle: Oflenbaci^-GefmartJ g >\ 

Tj a ri#; retjj [ ff e ri bac H a .M. No. HTffl 4 2tfi 5 

VAT No "fc£ 247 139650 

Man^girvg Directory 

D'pL-lng. Jilrgeoftoder 

DipUng, Olaf Hoffmann 

Andreas ftienecker 



Project Manager 

_Ui s AL Fah i a " Transportation & General Contracting Est. 
P.O Box 47708 y " 



940/J/AFAD/HO/1 1/1237 
+ 971-2-6350499 
+ 971-2-6350557 
10/03/2011 



Project: Construction Miscellaneous Road & Parking's Abu Dhabi City- (Fourth Stage) 

Contract (940/3) 

■Subioot i Sub Contra ctor for - GE i y erage Works 



Further to your fetter Ret AFAD-COI/HAA/1605/dp dated 06 / 03 / 2011 which attached 
with prequalification document for Ws tetra Emirates general Contracting LLC as Sub 
Contractor for Road Works, 

We draw your attention that we revised the prequalification of your Sub Contractor and 
our approval subjected to full your obligation to A.D.M Letter No, / 3 / m J. / * w tf) 
(1 1 485 dated 05 / 07 / 201 0, 
This is for your information and action. 



DORSCH CONSULT ABU DHABI 




■■■■■ ] 



GhazlAISheiKh fW'Mt ^ 
Resident Enghree 1 



End: as above 
CC: Eng: Mohammed Arafa 
Eng. WaleedAJKethari 





OWWIES REGISTRATION SE 



009712 6943234 




Abu Dhabf Water \ Elcctrlcfty Authority 



c 



Td: M/e* Tetra Emirates General Contracting & Maintenance Company 

Fax No,: 02- 4438708 

Attn: Manager 

Prom: COMPANIES REGISTRATION DEPT, Fax No,: 02-694 3394 

Abu Dhabi Water & Electricity (ADWEA) 
PO Bok 6130 - Aba Dhabi 0.A.E., T el. (009712) 6943361 



Date: I** 1 * 
Company ID* No*: 9913584 
Subject; prb-qualificatiok status 



REF; AD WEA/ BSD/ REG/ ASM/ 2285/ 10 



Please be informed that based on the evaluation, your company have been 
qualified and included in our records as a possible source for supply of the 
following services; 



WO Ho. 


WG Description 


2300900 


IRRIGATION SYSTEMS 


2400300 


Water lines (small works) 



Please note that at the time of release of enqxiiries /tenders, a further short 
listing talces place based on exhibited interest at that time and the specifics of 
material/ services in question as the need may be, 

You are advised to quote your registration No; (9913584) in all future 
correspondence. 



Regard^ 




Nadya H* Al Amimi 

Companies Registration Dept. Manager 



f. 1 f ^ m- 




lfeh;pfion*+-9n 2 694 3333, Facsimile: +971 2694 3294 | PO 6ok 6l20,Abu Phabi* UnitkdArab Emirates | wwwadwea.ae info&sdutas.ae 



A. 



TOTAL P. 01 



Abu Dhabi Water & Electricity Authority 
Abu Dhabi Distribution Company (ADDC) 
APPROVED CONTRACTORS LIST 



PIPELINE CONNECTIONS, RELOCATIONS & MODIFICATIONS UP TO DN 800 



Sr.No* 


Company Nam* 


Phone 


Fax 


1 


ASTRACO CONSTRUCTION -LLC 


026343433 


026343459 


2 


GENERAL CONSTRUCTION COMPANY W L L 


025554025 


025553604 


3 


AL HUSAM GENERAL CONTRACTING ESTABLISHMENT 


026455227 


026455228 


4 


TRANSDESERT CONTRACTING a GENERAL MAINTENANCE ESTABLISHMENT 


026411089 


026411065 


5 


MACE ENGINEERING & CONTRACTORS COMPANY -LLC 


026666462 


026662616 


6 


PIVOT ENGINEERING & GENERAL CONTRACTING COMPANY W L L 


026414135 


026413060 


7 


CONSOLIDATED CONTRACTORS INTERNATIONAL COMPANY SAL 


026276500 


026276400 


8 


TOLEDO ELECTRICAL & MECHANICAL WORKS ESTABLISHMENT 


026448700 


026449026 





LARSEN & TOUBRO LIMITED - ECC CONSTRUCTION GROUP 


026729136 


026729673 


10 


AL NASR CONTRACTING COMPANY LLC. 


026420002 


026420226 


11 


BIN HAFEEZ GENERAL CONTRACTING & TRANSPORTING ESTABLISHMENT 


026732700 


026731115 


12 


NAEL ENERGY & GENERAL ENTERPRISES 


026776757 


026776449 


13 


ADMAK GENERAL CONTRACTING COMPANY - WL L 


026264626 


026264636 


14 


TARGET ENGINEERING CONSTRUCTION COMPANY W L L 


026714700 


026714800 


15 


SOCIETE EGYPTIENNE D ENTRE PRISES 


026760400 


026767538 


16 


GALFAR ENGINEERING & CONTRACTING - L L C * UAE 


026502615 


025502575 


17 


HILAL BIL BADI & PARTNERS CONTRACTING COMPANY - W L L « HILALCO 


024466670 


024468655 


16 


CONTRACTING & TRADING COMPANY * C AT 


026417460 


026415474 


19 


LINDENBERG EMIRATES -LLC 


026611061 


026813655 





EMIRATES ROAD CONTRACTING COMPONY * HAMAR AIRN - L L C - ABU DHABI 


024451717 


024451732 


21 


ARC ABU DHABI CONTRACTING LLC 


024404611 


024494622 


22 


ORIENT CONTRACTING COMPANY ■ W L L 


026643311 


025543312 


23 


ENGINEERING MAINTENANCE COMPANY - EMCO 


026340600 




24 


GULF CONTRACTORS COMPANY W L L 


026267510 


026272049 


25 


SEIDCO GENERAL CONTRACTING COMPANY - L L C * ABU DHABI 


026766635 


026766061 


26 


DELMA ENGINEERING PROJECTS COMPANY W.L.L 


026569004 


025559905 


27 


POSCO ENGINEERING & CONSTRUCTION COMPANY LTD. - ABU DHABI 


026617634 


026817640 




PIPELINE CONNECTIONS, RELOCATIONS, MODIFICATIONS UP TO DN 400 




3r.No. 


Company Nam* 


Phone 


Fax 


\ 


GHANTOUT TRANSPORTING & GENERAL CONTRACTING ESTABLISHMENT 


026415565 


026418626 


2 


TETRA EMIRATES GENERAL CONTRACTING AND MAINTENANCE COMPANY 


024436490 


024438706 



Abu Ohat)] Distfibutron Co. 



RvS : CD /WCS/ 7 /^^ZQ / I 1 
Date: 09-08-2011 



To Construction General Contracting House 

attn: Khaddaj Stephana Said 
Senior project manager 
Po Box: 43655 
Abu Dhabi, UAE 

CC Head of Water Connection Section 

Project j Watani Residential Development ( Phase2 ( Khalifa City 
Abu Dhabi, UAE (Sector Sw-7, Plot Nol). 

Subject : Water Main Sub-Contractor - 

M/S T etra Emirates Gen.fc Maint. Co.LLC . 



Reference is made to your letter no.CGCH/ADDC/211/012/1 1, 
regarding the above mentioned subject. 

Kindly be informed thai based on ADWEA Approved Contractors List, 
M/S Tetra Emirates Gen.& Maint. Co.LLC is a qualified contactor to 
perform the subject task. Therefore, we have no objection for M/S Tetra 
to execute the water main construction. 



Regards, 



Eng. MOHAMED M. AL MAZROUI 

Construction Department Manager 




Mophonr: +971 2 A)b GOOD. Fdx. i<ff\ 64<* hO.lA | PO Box £l9,Abu Dhabi, United Arab Emirates | vvwwoddc w 



^ P.O.Do«2eB2*AbuDhibl*Ui)H«IAmbEmireli« 

LJ| TtltphOn* +971 2406 00 00 * Ft* +071 2 672 74 00 

T E B O D I N tabodtoOwnlrtftifttlM • www.tobodln.com • www. 

OnuulUnU ft f nplmpfi 



..111 .gj-udl 



WSP Middle Eatt 
P.O. Box 112046 
Abu Dhabi 

UA. E. 

Attn: MrMaztoAyoub 

Resident Engineer 



WGP 



Iddle 6«t Ltd 



Your lefmnot: 

Our l*fr*ntt; 1036442W6P/L413/RAAW 
Dwl with by: Hnnl town 
Ttlaphon* 024066366 



DfttiUPOctobwaOII 
Mofl 



Project Consultancy Services for Design Review, Coordination and Construction Overview of the 
Water Supply Works to be undertaken at Al Raha Beach and A1 Raha Gardens 
Contract No.: M626 

Sub-Project Watanl Residential Development - Phase 2 

Subject Praoualfflcatlon for Wm Tetre aa a Subcontractor for Water Works 
Dear Sir, 

Reference Is made to your letter raf. 373116ei-O6TEB-MA-MR*L-0015 dated 23^ August 201 1, and 
ADDC/ProJecto email dated 3(f October 201 1 . 

Pleas* be Informed that as per ADDC Instruction, M/s Tetra Is an edible contactor for the water works based on 
AQWEA vender list However, the approve! of th* Contractor tor the water works shaH be subject to the 
submission of the project Wflter Works Tender Document end the Tender Evaluation Report by the 
Developer/Developers Consultant. 

This Is for Information and necessary action. 

Yours faithfully. 
Tsbodln Middle East Ltd, 




fa SameerAbdulla 
Resident Engineer 



CWVtPADPC 

Projects Division Manager 

Water Network Division Manager 

Project Engineer (Mr* Mohammed Halloum) 

Mfr, SOTVh 



Royil Bwifc of Swltortd , Abu Dtatol * no- 4.07.96.003 



PF» RAA, NBA, SA0 

from Af4 To TNrt P*ft*rtTo PlOOWWbOl* Pwyi^tp^gri f o* A* Subconlwaor In 



% mimic of- /h CMa/x 

I )upari nioirt <»1 Municipal Affairs 
Municipality of Abu Dhabi City 

ajUSh ij^a asj-i . ^ *i - a*^ 1 Wj M** £M*f ^ 

(fcAjj (u,-\a.,w- ) sjjiaj fti^r w EjW j^ 1 0) <•»-> ja * JI r w t> u tsj** $ c*j 




3 /ff' *^V MMfJ 



P.O. Box: 2b\ Abu Dhabi, United Arab Emirate, Tel: 02 (>7888Wt , Fax: 02 6774919, WMmINi: www.ftma.Rov.ae 




SAMSUNC - SAW BIN DA H WISH JV 

RQJhJx*42654 t Abti Dhabi, UA1S 
Tel:+y?12 5SB2S40 
i'ox; +971 2S$H;t? r M) 



Our Ref 



SSM>/K!B/INI<7044n/0K 



Dale : August 06, 20(18 



TKTKA Emirate (Vun.Coni & Maim, Co, I J 

KOHox 1I0HII6, Abu DIuibiUAX 

Tel i +971-2-681-1566, Tax : +<>7 1-2-681. 2552 

ATTENTION : Mi\ Wsiheed Eibnmm / Cciicml Manager 

PRO IFCT Upgrading A I Sabun Street and Abu Dim hi City Rinj; Road 

Contrail No, I (A I Salam St reel Tunnel) 

SUUJFXT : Information - Approval from the Client and the Consultant 

Further to our Letter of Acceptance, our Kef \'o SSni)/Sl.iB/LOA/0.no, dated 10 th Jtil> 2(HW, 
here we shall inform you thai JV received the letter from the Parsons their Ref No CIO. 1/272 on 
OtV h August 2008, regarding the Client PWI and PKhP staling that they have "No Objection"' lor 
Appointing M S letra Emirates General Maim. <fc Com Co. L.I C thereinafter "M/S Te-ira") 

In accordingly with that letter, JV shall inform you that our previous Letter Of Acceptance is 
dully acceptable from the dale of your receipt this letter 

It will be appreciated with your expediting your work scopes with your beM efforts. 



$uuijiunn-Siuf Bin Dam ish Joint Venture 

End ; 1) Our Letter of Acceptance, Ref No SSBO/SUB/LOA/03 30/08 dated 10 ,h July 2008 
2) Parsons Letter, Ref No Cl-2.1/272, dated 5 ,h Aug 2008 with their attachments, 



Regards. 




Our Ref: SSRP/$UB/INI-/O*4b/08 



] Page* a\ lotnl 1 \ y h&(.< 



DAIfe : August 0b, :00« 



MUNICIPALITY Of ABU DHABI CITY r 



WSB iff-v*. j^Us/wLJi 
(*r mvrAnji^jii 

,„ J^IJ 1^ AjUil 

a^a ui aujii-^fc ji ^j^n ^ , £t^i* 

l373H^|-03AI)MfPRKr»MA-MR-L^D0O4l ^ f^^. J j i}L-d Ej^jJJ J SjUifL 
l^L £i*Q jJi tyjgij ^ pyfl Jjfcl| s ( T , \v/0/n) 

l>»Vj J f LA*5 I^Ntj t M JU*I 

i (940/ 1) jUI $ (C 1 ) jUi p^J1£jU JU*i VLi. ^ J^ifl U3Uk*^U 

iSj^Ji <u pjl3 J**JI .\ 

^JLUJ JjUu^i jib O^aUI . r 
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WSP Middle East Ltd. 



Parsons International Umttad a j nj | ji ij j .t i^',:; JJ^jVj 

WWW.par80nS.C0m +W-T--VT\-A^i:^U • +W-T-1\ t-V£\V yjJt .I 4 »JU^ f> Jal J |UW.^kJ_»HA.^^ 

P.O.BOX 54S8, Abu Dhabi • United Arab Emirates . T«l : +971-2- 614-2416. Fax: +971-2- 621-6904 www.parsons.com 



C2595: f^tt-* 



fcjx. j« jjujt jjjkJtj fSiuit j^ks 

</>» JL*V C^ll Jjll*ll jUtej yk. Wy& 4^ 
t . . M • V H feuUy SSBD/PIUASC/01 51/08 flj ^jll djO»« s*» . t 
t . . A/ . VH TE/GU5013/200B jkj IjO ^13$ .V 
Y . ♦ A/. VM 4^ C-16.3/050 Ji^-jW S*S .r 



ljIL p) f*j r^j^ - lAulM iV /^UJI uEUH JjUJI oiJS -Li f£UjJ Jij^ 

jj^Vi u*-s t> dbttJ ^ J -k^ 

^jyJI SSiijJi ji^j lj jJl ^t^J LU-^* 

If* y^li-Jl 





UPUKADING AL SAL AM STREET" 



SAMSUNG CORPORATION 



SAIF BIN OA RWSH 



^^^G^SAIF SIN DARKISH J™ 



PARSONS 



Parsons International Limited 

P O. Box 6468, Abu Dhabi. United Arab Emirates. • Tel: (+971 2) 614 2416 • Fex: (971 2) 621 6084 . www.| 



This is to certify that M/$. Tetra Emirates General Maintenance & Contracting 
Company LLC has been working as subcontractor for Contract 509/22 
(Diversion of Existing Storm Water Pipeline {1600 - 1 800mm dia} near Abu 
Dhabi International Shooting Club-Khalifa {A}) 



M/s. T.E.G accomplished the above work with acceptable Quality & Safety to 
our Specifications and Standards and have the sufficient resources required 
to complete the above project. 

Yours Sincerely, 



TO WHOM IT MAY CONCERN 




PR6-^^>^NAGER/CHIEF RESIDENT ENGINEER 

H&RSONS INliBRNATIONAL LIMITED 



U.A.E 



m 



® i 




TO WHOM IT MAY CONCERN 



This is to certify that M/s Tetra Emirates General Maintenance & 
Contracting Company LLC has been working as subcontractor for 
C502/1 1 & C502/14 for the Water Supply and Drainage Works between 
2003 to 2005. 

M/s T. E.G. accomplished the above work with acceptable Quality & 
Safety to our specifications and Standards and have the sufficient 
resources required to complete the above project. 

I recommend M/s Tetra Emirates General Maintenance & Contracting 
Company LLC to carry out any job related to water & drainage works and 
wish them all the best. 



Haissam Bassaleh 

Deputy Construction Manager 
Parsons International Limited 
Abu Dhabi 
United Arab Emirates 





OWJWV ENGINEERING CONSULTANCY BUREAU 



TO WHOM IT MAY CONCERN 



This is to certify that M/s TETRA Emirates General 
Maintenance & Contracting Company LLC has been 
working as subcontractor for many projects for water 
supply, drainage and storm waterworks between 2005 to 
2007. 

M/s TETRA Emirates General Maintenance & Contracting 
Company LLC accomplished the above work with excellent 
quality & safety to our specifications and standards and 
have sufficient resources required to complete the above 
work. 

We recommend M/s TETRA Emirates General Maintenance 
& Contracting Company LLC to carry out any job related to 
water supply, drainage and storm water works. 



CROWN ENGINEERING .CONSULTANCY BUREAU 



r 
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EMIRA TES EGYPTIAN CO. 
FOR 

LAND RECLAMATION 




Date: 1/7/2003 

M/s: Tetra Emirates Gen.Maint. & Cont.Co.L.L.C 
P.O.BOX:922 Abu Dhabi 
United Arab Emirates 



Attn: Mr. Abdul Malik Hammouda 



Dear Sir, 

Proi : ALSHALEELA 
Sub.: Letters of Appreciation 



We record our Appreciation to yourself and your team members fpr haying actively involved in the 
above project by enduring all efforts in delivering quality work in line with the specified time frame 
of the project. 



We look forward for your cooperation and support in our future projects. 
Yours truly, 

For Emirates Egyptian Co. for Land Reclamation 

MAJDY 
General Manager 




Tel: 6321944- Fax : 6324478- P.O . Box 47378 (Abu Dhabi - U.A.E) 
E-mail: Egypemis ® Emirates. Net .ae Website: h e, WWW. Egypemis -co .ae 




AL HABTOOR 

ENGINURINC 



X: o v IS' ft, n f| §i' 



Date: 13.02.2007 



Fax No. 02-6776333 



Ref: 270/2,30.1/YA/kp/5587 

M/s, Tetra iimirates Gen. Maim. & Cont, Co, LLC 
Post Box -922, 
Abu Dhabi, 
United Arpt> Emimcp, 

Attn.: Mr. Abdul Malik Ha mood a 

Dear Sir, 

Proj,: ADNEC - New Exhibition Facilities*. Phase-], Abu Dhabi 
Sub, : Letter of Appreciation 

We record our appreciation to yourself, your Project Manager Mr Younis Hammouda and 
your team members for having actively involved in the above project by enduring all efforts 
in delivering quality work in line with the specified timeframe of the project. 

We look forward for your cooperation and support in our fiiture projects. 

Thanking you, 

Yours faithfully, 

For AL HABTOOR ENGINEERING ENTERPRISES CO, (LLC), 




YEHIA ABDULLAH 
Project Director 

C,c. i NBP/AMW/Pile 



Al Hatrtoor Englnttrlng Enttrprlsu Co.(LLC) 

4284, Abu Dh*bt»UAE 
Tel: +971 {2)6262036/3114 
Fax: +971 (2)6263073 
e 'mall: hte«bu dhsti&ha btoorengg * « 




AHll l>l|Alt 



lil i tabreed 



Ditt; 22* Nov#mt*r, 2007 



APPRECIATION LETTER 



This Is to certify that M/s Tetra Emirates Gen. Malnt. & Cont, CO. 
has executed several Jobs with Tabreed complying with the 
works/activities schedule and successfully achieving project 
objectives. 

In addition M/s Tetra has shown an exceptional performance tn 
providing quality, adequate resources to meet contract 
requirements, 

But regards, 




Mngtd Fahmy 
Projtcti Director 



Abu Dhitt 
FOBott 29476 



PO frox: 33444 



tit ty'.j# 




UrM*d Arab Emtrale* 
T«h *971 £3455007 
FftK +971 2 5455006 



Untied Arob EmjreT*5 

Tel +971 4 340442? 
Fax +971 4 3404420 



tuJI ^jj_>» ..IpLa^ 



ft-^il -..UX 1 

• *.Vi " Mil v l^L* 



■tow 

Construction General Contracting House Ltd. 



ISO 900) : 2008 § 
ISO 1400): 2004 ^8, uw , 
OHSAS 18001:2007 i«icm V 




\\ alii ill Residential Development - Phase (2) 
Site Office- £j>-^« 



Ref, M: WAT2/CGCH/Jnfra-TE/21 1/463/1 1 



Date: 29 December 201 



ft 



M/s, TETRA (Emirates Gen, Cont, & Malnt. Co. LLC) 

P.O. Box 1 10806 Abu Dhabi. UAE 
Tel: 02-6399230 / Fax: 02-6399235 



Attention : Mr, Osama Rasheed (Project Managing Director) 



Project Watani Residential Development (Phase 2) - Khalifa City A, 

Abu Dhabi, UAE 



Subject : Appreciation Letter 



Dear Sir, 

It is our great pleasure that we write this letter to express our appreciation of your work in 
Infrastructure Works (Storm Water Works, Sewerage Works, Irrigation Works & Water Supply) for 
the above project. 

M/s. Tetra performance is exemplary, succeeding to complete the works in record time and to the 
highest standard, not only reflect the professionalism of your site staff, but also reflects the 
dedication, close follow-up and professionalism of your senior management. This is also the views of 
the Client and the Consultants {M/s UPC, M/s Sorouh, M/s PMDC & M/s WSP) and M/s CGCH 
visited their site and were very impressed with the quality and general performance of your company. 

It is our pleasure to work with you and we assure you that we will always endeavor to cooperate with 
you in our future projects. 



Yours faithfully, 

For Construction Genera! Contracting House Ltd* 



CfflUriKtfon Cwnl fofltr itllfl| Hfln« W 
vSili<ik**l<lenllel 0*t"lr>pm*m ■ F'Mtf |2) 

Manage*)^* mm. aim diu»i 



Khaddaj Siepl 
(Senior Projectfe 




mux: 



TOT* *f * i 0AM - VWSII fi :UuU- UV\<\ ^ ; Lj J^- tnso : ^.^^ ji^^i^jjioljUVI-^^ 
ABU DHABI - UNITED ARAB EMIRATES - P.O. Box : 43655 - C\R. 15379 - Tel. : 6267424 - Fax : 6272035 

E-mail: cgchouse(a}eim.ae - Website : www.cgchouse.com 




Hoi*. 



.UJI^llgliio ll^UU^ljl J a 
Construction General Contracting House Ltd. 



Waliini Residential Development - Wiase (2} 
Site Office - £j>^*« ' ' 



ISO 9001 : 2008 |% 

ISO 14001: 2004 W (Ife; 

OHSAS 1600) : 2007 R y* cm \ 



Ref. Mi: CGCH/OEN/2 1 1/014/12 



Date: 04 March 2012 



CERTIFICATION 



To whom it may concern: 



This is to certify that M/s, TETRA Emirates Gen. Cont. & Marat. Co. LLC is awarded the 
Infrastructure Works (Irrigation, Sewerage, Storm water & Water Supply) in Watani 
Residential Development - Phase 2, Khalifa City A - Abu Dhabi, UAE as per Letter of Intent 
with ref.: CGCH/Infra/21 1/039/1 1 dated 28 May 201 1. 

M/s. TETRA Emirates Gen. Cont. & Maint Co. LLC is working in our project since 
June 2011 till date. 

This certification is issued upon the request of M/s. TETRA Emirates Gen. Cont. & 
Maint, Co. LLC for reference only without any responsibilities occur for this certification. 

Yours faithfully, 




V J 

nwr.ro « ^i_t- mvm : ulju . >orv<t ^jLjj J^-- moe : M>a - - i^llJi ^j^i jui jL.vi - 

ABU DHABI - UNITED ARAB EMIRATES - P.O.Box : 43655 - C.R. 15379 - Tel. : 6267424 - Fax : 6272035 

E-mail: cgchouse@eim.ae - Website : www.cgchouse.com 



ALHOSN UNIVERSITY 



CUVG/U KlJOWH liLI Willi I Of Al VrM<>N 





14 March 2012 

Ref: A1IU/CIVD/0.1I2/L00I 



Mr. Younis Hammouria 

General Manager 

1 cira Bmirates General Contracting and Maintenance Co. LLC 
P.O.Box 110806 
Ahu Dhabi, U.A.L, 

Subject: Civil Engineering Department Field Trip 

Dear Mr. Hammouda, 

Greetings from ALHOSN University* 

ALHOSN University would like to thank you very much for your effort in making the field trip to Watani 
Development Project a success. We appreciate your cooperation with the Civil Engineering Department 
in organizing the Held trip at the beginning of this month, Field trips contribute to the learning activities 
of the students by exposing them to field practices of civil engineering* Your staff has put effort in 
explaining the construction activities at the site and that was useful to the students* The participants in the 
field trip were impressed by the hospitality and generosity that you have shown towards them during the 



ALHOSN University looks forward to future cooperation with your Company on different activities that 
are in line with the objectives of both parties- Future field trips, internships for students and employment 
of ALHOSN graduates are some of the possibilities of cooperation* We also consider any feedback from 
the industry in our continuous effort to enhance the quality of the civil engineering program and to 
respond to the requirements of the job market. 

Thank you very much for your continued cooperation* 



field trip* 



Prof. Mohamcd E, Sobalh 

Dean, Faculty of Engineering and Applied Sciences 
Office No.: 02 -4070741 
Email: m.sobaihfcftalhosnu.ac 





M ; 1*97124070700 Kix : + ? 407 0790 
Box: ^877^ Ahu Dhabi, UAf 



www.alhosnu.ae 
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